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THIS IS UNEVALUATED INFORMATION 


1. Medical specialists in Yuroslavia are rare and for this reason many German 
prisoners cf war who were doctors as well as others with medical training 
were requested to remain in the service of the Yuroslevstate, Hospitecls are 
in poor condition and morale among medical staffs and employees is low, 
Every professional request made by the doctors is handled by incompetent 
personnel holdine positions only because they are Commmists, 


?. The salaries for the medical personnel are as follows: 
a. Laborers receive >,500 dinars a month, 


b, Third Caterory. (lowest paid) employees, which includes most employees, 
receive about 3,000 dinars a month. 


ec. Second Category emloyees, which includes "responsibles" and Comminist 
Party members, receive 4,000 dinars a month, 


ad. First Catecory employees, ecm.osed of Comiittee presidents and re,-ional 
Party leaders, receive 5,000 dinars a month. 


e, Teachers receive 3,500 dinars a month, 
f, Technicians receive 4,000 to 5,000 dinars a month, 
g. Foreigners receive a 50 percent increase on their basic salary, 


3, After World War If, United Nations Rehabilitation and Relief Agsociation (UNRRA) 
’ aid, plus donations from the United “tates Yuroslav colony adequately supplied 
the main hospitals with surgical instruments, These instruments, partly 
because of misuse and partly because of sabotage, are bepinning to detericrate, 
Hospitals in small towns lack instruments and medicine and can hardly meet 
the fundamental needs of the po: ulace, 


4. There is a lack of medical supplies and inportant medicines as follows: 
Streptomycin is almost non-existent; penicillin is becomins more rare daily 
and is used only in enercenciess quinine and itscbrivatives are bein sub. 
stituted by Akridinik (Hepakrin); sulphate dru-s are scarce and calcium druge 
of foreion make are non-existent, A NEID| at fitAL producin~ a sinilar 
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drur (2) tat not in sufficient mantities, Vitamins come mostly from the 
United States, and some stocks still remain from UNRRA days, Tonie drugs 
are non-existent. Bends (sic), gauze, ethyl chlore, and leucoplastat are 
in grest demand but cannot be obtained, Neosalvarsan eosici (sic), bismuth, 
and various druzs usel to combat venereal disease are almost impossible to 
obtain. Factories in Zemin, Zagreb and Maribor produce tie fcllowing drugs 
in small quantities: Plantaked and Pertusan (Ekspektorant derivatives), 


The Ministry of Fublic Health is controlled by members of the Commun ‘st 
Party. The lack of nurses and obstetricians has forced the Miristrr to 
decrease the length of courses at the hospital to about six weeks, Gradustes 
dack training an‘ it is said that mrses and obstetricians are in hospitals 
for es: ionage work rather than to helr doctors and paticnts, The personne] 
is young, and sfter servine a short while, they join the »olice force or 
tre railroads (sic), When accidents occur in the villages the patients are 
transyorted to the yublie hos: itals in ox carts or cn hoiseback. Peasants 
are resorting to the old forms of remedies since the death rate and compli- 
ecaticns caused by such means of transportation have made then lose faith in 
hom ital treatment, 


The follo-ing is a list of some doctors in towns of ‘meedonia and Serbia: 
es. In Gostivar: Dr. Fidanco 
b. In Tetovo: Dr, Xhefer Elbasani 


e. In Skorlje: Dr. Popov, Minister of Hygiene, Commnist Party member. 
Dr, Panov, Chief of Hygiene Admiristration, Communist 
Party member, 
Dr. Perlopeanski, Inspector, Communist Party member, 


d. In Skoplje 
University: Dr, Yusbashich, Professor of Surgery, Communist Party member, 
Dr, Karagiosoff, Chief of the Surgery Department, 
Dr, Stavrides, surgeon, 
Dr, Migirdichian, Professor of Anatomy. 
Dr, Ipnatovski, Resident doctor of the hospital. 


e, In Strumica: Dr, Beleff 
Dr, Aneta 
Dr. Frintz (German prisoner) 
Dr, Slavenac 
Dr, Sesdov, Communist Party member, 
Dr, Ogarovski, Communist Party member, 
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